



CHAPTER XXIII.
APPARATUS  FOR  THE  PRODUCTION  OF  FUEL  GASES.

(GWNMRATOK OR  PltODUOKK (lAS  PLANTH,)

THE apparatus whieh are used in practice for manufacturing

fuel ganoH are called gan-gcmoratorw or gan-proc hirers. These
are, generally speaking, chamber** lined with firebrick* Thorn*
chamber** are charged with coal, wood or peat ronjxwtively, and

the air of combustion or steam or a mixture of Hteain and air in
panned through, generally upward.

If air (generator) gan is produced the gas in the producer in
moved either by draft (chimney) alone or by piwnure (blower),
Accordingly we have a elaBBifieation in draft and prosHum-
producors. The latter have to te cloned tight at the Ixittom.

We shall connider first the air-gas gt^nemtow, which were built
originally right near the furnace, whieh mm to bo hoatoci

(Siemens gas or half-gaw).   Their development in shown by the
following types;rn, instead of 2 mols carbon, from 3 to f>
